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Yoldia perprotracta Dall 
a synonym o£ Leda newcombi Angas 

by 

C. O. VAN REGTEREN ALTENA 

Rijksmuseum van Natuurlijke Historie, Leiden 

A single valve of a Yoldia from Cuba, without more exact locality 
data, was presented to the Leiden Museum by Mr. L. J. VAN de Ven 
in 1952. When I could compare it with several species belonging to 
the subgenus Adrana in American museums in 1963, it appeared to 
agree with Yoldia perprotracta Dall. On my request Mr. A. C. VAN 
Bruggen was so kind as to compare the same specimen with the 
syntypes of Leda newcombi Angas in the British Museum (Natural 
History), because I suspected this to be the same species. Mr. van 
Bruggen found our specimen to agree with the syntypes, although it 
is slightly larger. The length of the valve from Cuba is 35.6 mm, 
while Angas’s largest syntype measures 31.8 mm. Dall gives 29 mm 
for the length of his species. 

The known distribution of the species appears from the locality 
data added in brackets to the references in the following synonymy. 

Yoldia ( Adrana) newcombi (Angas) 

Leda ( Adrana ) newcombi Angas, 1878, Proc. Zool. Soc. London 1878: 
p. 314, pl. 18 fig. 16, 17 (Navy Bay, Aspinwall [=: Colon], in 
8 fathoms). 

Yoldia perprotracta Dall, 1912, Smiths. Misc. Coll., vol. 59 (2): p. 1 
(Pleistocene, near Toro Point, Monkey Hill, Panama); Pilsbry 
& Brown, 1913, Proc. Ac. Nat. Sci. Philadelphia, vol. 65: p. 496 
(Pleistocene, Black Swamp near Mount Hope (Monkey Hill), 
Panama); Olsson & McGinty, 1958, Bull. Amer. Paleont., vol. 
39 (177): p. 18 (Recent, Bocas Island and Colon, Panama). 
Yoldia ( Adrana ) perprotracta Dall: Warmke & Abbott, 1953, J. 
Washington Ac. Sci., vol. 43: p. 260, fig. 1, 2 (between Maya- 
guez and the mouth of Anasco River, Puerto Rico, from 10-25 
feet of water). 



